From: HHSWebService (EHS) 

Sent: Thursday, May 10, 2007 2:26 PM 

To: DeMaria, Alfred (DPH); Cheney, Sally (DPH) 

Subject: FW: Updated content for Mass.gov/dph/bls 

Attachments: sli_manual_tests_services.pdf; sli_manual_tests_services.doc; website request-MLTS 

20070510.doc 


Hello, 

This request came in from Samuel Breisfoard. In order to post this request we need your approval. Please review and all 
approvals can be sent to HHS Web Service. 

Thanks, HHS Web Team 


-Original Message- 

From: Breisfoard, Samuel (DPH) 

Sent: Thursday, May 10, 2007 2:23 PM 
To: HHSWebService (EHS) 

Cc: Nawn, Kathleen (DPH) 

Subject: Updated content for Mass.gov/dph/bls 


Hello, 

Attached is an updated version of the SLI Manual of Tests and Services for the DPH/BLS website. Please see the 
submission form for details. 

Thanks, 

Sam 


Samuel Breisfoard 

State Laboratory Institute 

Massachusetts Department of Public Health 

305 South Street 

Jamaica Plain, MA 02130 

Phone: 617.983.6386 
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